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a solution of potassium cyanide in water should be poured into
the openings.

Garden ants, which raise unsightly hills and are generally a
nuisance, may be destroyed by drilling a hole about a foot deep
in the nest with a stick and pouring in carbon bisulphide or a
solution of potassium cyanide, and then plugging up the hole
so that the fumes will not escape. Dorylus orientalis is another
pest, found in India, Ceylon, and the Malay region ; the workers
burrow in the ground after the manner of Termites and attack
the roots of ground-nuts and various Cruciferce. The vege-
tarian habits of these ants is in marked contrast to the carni-
vorous habits of the other Dorylince.

Solenopsis geminata is the "Fire-ant " ; originally found in
the warmer parts of America, it has now been introduced into
the tropics of both hemispheres. The sting is severe and the
ant does not hesitate to use it. These ants are to a certain
extent harvesters, but they also subsist on animal matter.
Often a serious nuisance in America, the fire-ant can be
controlled by pouring carbon bisulphide or a solution of
potassium cyanide into the nest. In India Solenopsis has
been introduced into warehouses to check the ravages of
Termites.

Among the household pests, Monomorium pharaonis
(Myrmicince) is one of the most important; it is a small
reddish ant, and when it occurs in large numbers is an intoler-
able nuisance. The insects form their nests in some sheltered
recess behind walls or under floors, and wander all over the
house searching for food.
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